BILL NO. S- 71-0 2 - C I 


SPECIAL ORDINANCE NO. S- & V-/ ~7/ 

AN ORDINANCE approving contract with BERCOT- 
GIBSON CONSTRUCTION CO., INC. for Sewer No. 

242-1970 for Fairfield Ditch east of DeForest 
Avenue and Genesee Avenue. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. The contract approved February 1, 1971, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and BERCOT-GIBSON CONSTRUCTION CO., INC., 
for Sewer No. 242-1970 for the construction of storm sewer as 
follows : 


MAIN STORM LINE : Beginning at a proposed headwall 
located on the Fairfield Ditch East of DeForest 
Avenue and Genesee Avenue; thence Northwest a dis- 
tance of 210+ l.f. to a proposed manhole; thence 
West in and along Genesee Avenue a distance of 
2,075+ l.f. to a proposed manhole located at the 
intersection of Liggett Drive; thence Northerly in 
and along Liggett Drive a distance of 320+ l.f. to 
a proposed manhole at the intersection of Allegany 
Avenue; thence Easterly in and along Allegany Avenue 
a distance of 70+ l.f. to a proposed manhole; thence 
Northerly in and along a proposed easement a distance 
of 615+ l.f., terminating at a proposed manhole on an 
existing 18-inch sewer. 

STORM LATERAL A-l : Beginning at a proposed man- 
hole located on the above described main storm 
sewer on Allegany Avenue and 70+ l.f. East of Liggett 
Drive; thence East in and along Allegany Avenue a 
distance of 935+ l.f., terminating at a proposed man- 
hole . 

Said sewers shall be 12, 18, 27, 36 and 42 inches in 
diameter, 

for a total cost of $143,937.30, all as more particularly set 

forth in said contract, which is on file in the office of the 

Board of Public Works, and is by reference incorporated herein 


and made a part hereof, is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Read the first time in full and on motion by , seconded by 

and duly adopted, read the second time by title and referred 
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Read the third time in full and on motion by 



City Clerk 




seconded by 




and duly adopted, placed on its passage, 


Passed GhOSTT by the following vote: 

AYES V , NAYS _0 , 

Adams ^ 

Dunifon 

Fay , 

Geake _ K . 

Nucko 1 s 
Robinson 
Rousseau 

Steigerwald 

Tipton 


ABSTAINED 


ABSENT 


to-wit: 


Date 


3-- >3-7j 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wa yne, Indiana , as ^ . 

(Zoning Hap) (General) f, E mr< nw) (Special) ( Ap p eal at . iow) Ordinance OUjhI tt> No . 3 
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Bill No. S-71-02-01 


REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We 5 your Committee on Public Works to whom was referred an Ordinance 

approving contract, with BERCOT-GIBSON CONSTRUCTION CO. , INC for Sewer No. 242-1970 

\i 

for Fairfield Ditch east of DeForest A enue and Genesee Avenue, 


— i — 

< ■ i 



have had said Ordinance under consideration and beg leave to report back to the Common 


. Council that said Ordinance 

S 

• JOHN NTTGKOLS. Chairman 


PASS. 


CELIA ANN FAY. Vice-Chairman 


JOHN H. ROBINSON 


EDWIN J- ROUSSEAU 


_ WILLIAM K. GEAKE 


CONCURRED IN 

X' ■*3-7 / FUAD G. BONAHOOM, CITY CLERK 


